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CONVERSION TABLE 
One cubic foot equals: 


10 linear feet 

6 linear feet 
A linear feet 
1 linear foot 

7 reels 
84 reels 
54 reels 


One full safe drawer contains 2 
drawer measures 3 cubic feet. 


3x5 cards 
4x6 and tab cards 
5x8 cards 
letter or legal 
magnetic tape 
microfilm - 16 mm 
microfilm - 35 mm 


cubic feet; one 36" Conservafile 
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